R.J.Reyno!dslbbacco Company 
Winston-Salem, N.C. 27102 


March 30, 1982 


Mr. J. E. Wickhaiia 
Manager 

Cigarette Testing Services 
Philip Morris 
P. 0. Box 26583 
Richmond, VA 23261 

Dear Mr. Wickham: 

Enclosed is our check of $3,000 in payment of 
your letter statement of March 23, 1982, for forty 
modified cigarette holders. Please acknowledge receipt 
of payment upon the enclosed statement and return to me 
for our files. 


Very truly yours, 

Rosa C. Hairston 
Legal Assistant 


Enclosures 


PM3000831596 


Source: https://www.industrydocuments.ucsf.edu/docs/sjpk0001 




